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6 Mm ary 19$X 


Building tfamgemnt Division 
Public Buildings Service 
General Sorvioer. Adbrdrd strati on 
5616 Interior 
Bashinyton 25, T>. C. 

Attention* Mr. Levis B. Fly 

Acting Chief, Progress Section 

Prorrsas scad Standards Branch 


fear Sin 

Attached is a copy of ay letter addressed to the General 
IPaaarer. ^v^r na ent Services , Inc., which Indioato* complete 
dissatisfaction with the sanareaent of the *K" Building cafeteria. 

The representations ehlch I have asade in this letter al*s 
entirely oorreet and justified! and I feel that the situation 
requires ths isasdiets attention of both 'lovernaent Cervices, 

Inc., and the Public Bandings 'ervica. 

I would appreciate action being taken by the ft£lie i Buildings 
Service in connection with this situation and an indication of "hat 
notion will be taken to improve the existing poor operation of 
tht t facility. 


Very truly yours , 



Deputy Chief, 
Administrative Services 


25X1A9A 


Attachment 


viM*aew/lx 

ec * ohr ono 

BifltB fils (Cafeterias) 

Chief* 
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